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E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: A/C BLOWER MOTOR, ACR 

1. FIELD WINDING ON A/C BLOWER MOTOR HAS DEVELOPED OPEN. 
REQUEST YOU ACQUIRE REPLACEMENT MOTOR FOR POST ASAP. 

SEND REPLACEMENT MOTOR TO RTC AND NOTIFY POST AND RTC 
WHEN UNIT AVAILABLE SO ENTRANCE VISA CAN BE ACQUIRED 
FOR RTC PERSONNEL IN ADEQUATE TIME. 

2. A/C UNIT IS FEDDERS MOD CAC024A7LE, S/N 855147. 

3. BLOWER MOTOR IS GE MODEL MP 232013 AND HAS ORDER 
NUMBER 5-194-52-1; LATTER NUMBER PROBABLY FEDDERS. 

MOTOR RATED FOR 230 VOLTS AND HAS FULL LOAD RUNNING 
CURRENT OF 3.8 AMPERES. 

4. WILL ENDEAVOR TO HAVE DAMAGED MOTOR REWOUND LOCALLY 
BUT PROSPECTS DIM FOR EXPEDITIOUS TREATMENT; WOULD 
ANTICIPATE AT LEAST TWO MONTHS BEFORE REWIND CAN BE 
COMPLETED. 

5. POST HAS BEEN UTILIZING ACR ON DAILY BASIS BUT WILL 
FIND IT MOST UNCOMFORTABLE WITHOUT A/C UNIT IN OPERATION. 
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